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Message Text 



UNCLASSIFIED 

PAGE 01 STATE 251472 

42 

ORIGIN EUR-06 

INFO OCT-01 ISO-OO OC-06 CCO-OO FBO-01 ST-01 SY-10 /025 R 

DRAFTED BY EUR/EX/PMO:AVELLSBURY : AVE 
APPROVED BY EUR/EX:JMCLARK 

112097 

R 281716Z OEC73 
FM SECSTATE WASHDC 
TO AMCONSUL LENINGRAD 
INFO AMEMBASSY MOSCOW 

UNCLAS STATE 251472 

E.O. 11652: N/A 

TAGS: ABLD, ACOM, ASEC 

SUBJECT: STATUS OF ELECTRICAL SHIPMENTS 

REF: STATE 230010 AND LENINGRAD 0851 

1. ELECTRICAL EQUIPMENT REFERRED TO IN 1ST PARAGRAPH OF 
LENINGRAD 0851 WAS SHIPPED FROM NEW YORK DEC. 12 ON 
FINNBUILDER FOR HELSINKI. OCEAN BILL OF LADING 5001. 

2. SHIPMENT FROM GRAYBAR IN PHILADE PHIA WAS BEING HELD 
AS ONE ITEM STILL NEEDED TO COMPLETE ORDER. DEPT. HES 

ASKED THAT SHIPMENT BE MADE IMMEDIATELY, EVEN THOUGH ORDER 
INCOMPLETE, AND THAT MISSING ITEM BE FORWARDED 
SEPARATELY ASAP. WILL ADVISE BILL OF LADING NUMBER 
AND DATE SHIPMENT COMMENCES AS SOON AS KNOWN. KISSINGER 



UNCLASSIFIED 



NNN 



*** Current Handling Restrictions *** n/a 
*** Current Classification *** LTNCLASSIFIED 
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Message Attributes 



Automatic Decaptioning: X 

Capture Date: 01 JAN 1994 

Channel Indicators: n/a 

Current Classification: UNCLASSIFIED 

Concepts: n/a 

Control Number: n/a 

Copy: SINGLE 

Draft Date: 28 DEC 1973 

Decaption Date: 01 JAN 1960 

Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Authority: n/a 
Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 JAN 1960 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1973STATE251472 

Document Source: CORE 

Document Unique ID: 00 

Drafter: AVELLSBURY:AVE 

Enclosure: n/a 

Executive Order: n/a 

Errors: n/a 

Film Number: n/a 

From: STATE 

Handling Restrictions: n/a 

Image Path: 

ISecure: 1 

Legacy Key: Iink1973/newtext/t19731254/aaaajzgk.tel 

Line Count: 49 
Locator: TEXT ON-LINE 
Office: ORIGIN EUR 
Original Classification: UNCLASSIFIED 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 1 

Previous Channel Indicators: 

Previous Classification: n/a 

Previous Handling Restrictions: n/a 

Reference: STATE 230010 AND LENINGRAD 0851 

Review Action: RELEASED, APPROVED 

Review Authority: shawdg 

Review Comment: n/a 

Review Content Flags: 

Review Date: 14 DEC 2001 
Review Event: 

Review Exemptions: n/a 

Review History: RELEASED <14-Dec-2001 by williadt>; APPROVED <13 MAR 2002 by shawdg> 

Review Markings: 

Declassified/Released 
US Department of State 
EO Systematic Review 
30 JUN 2005 



Review Media Identifier: 

Review Referrals: n/a 
Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
Secure: OPEN 

Status: <DBA CORRECTED> gwr 980313 
Subject: STATUS OF ELECTRICAL SHIPMENTS 
TAGS: ABLD, ACOM, ASEC, UR, ACOM 
To: LENINGRAD 
Type: TE 

Markings: Declassified/Released US Department of State EO Systematic Review 30 JUN 2005 
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